ITEM# 
QTY 
PART# 
PART TITLE 


-1 
1 
RBW6000G01732-6F-1 
TOP PLATE ASSY 
-5 
1 
RBW6000G01732-6F-5 
BOTTOM PLATE ASSY 
-7 
1 
RBW6000G01732-6F-7 
SIDE PLATE ASSY 
-9 
1 
RBW6000G01732-6F-9 
ALIGNMENT PIN 
-10 
2 
RBW6000G01732-6F-10 
ADJUSTABLE PIN 


-11 
1 
RBW6000G01732-6F-11 
HOOK 
-12 
2 
RBW6000G01732-6F-12 
CLAMP ASSY 
-15 
2 
RBW6000G01732-6F-15 
ROTATION CLAMP PIN 
-16 
1 
RBW6000G01732-6F-16 
SPACER 
-17 
4 
RBW6000G01732-6F-17 
HOLE PIN 
18 
2 
NASI 351-3-8P 
CAD PLATED STEEL SOCKET HEAD SCREW #10-32 X 1/2" LG. 
19 
1 
MSI 6555-320 
PHOSPHATE PLATED STEEL DOWEL PIN 3/32" DIA. X 1/2" LG. 
20 
2 
MSI 6624-1037 
CAD PLATED STEEL EXTERNAL RETAINING RING FOR 3/8" OD 


21 
1 
MS51576-36 
STEEL SHOULDER SCREW 3/8" SHOULDER DIA. X 1-1/2" SHOULDER LENGTH X 5/16"-18 


17 4 PL 
20 2 PL 


1 


RBW6000G01732-6F AXIAL PLAY CHECK TOOL 
NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM. ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) IDENTIFICATION: N/A 
7) ASSEMBLE AS SHOWN 
8) APPLY RETAINING COMPOUND LOCTITE 620 OR EQUIVALENT ON MATING SURFACES 
THEN PRESS FIT ITEM 19 WITH ITEM -9, AND REMOVE EXCESS 
9) APPLY RED THREADLOCKER LOCTITE 263/262 ON THREADS OF ITEM 18 THEN ASSEMBLE WITH ITEM -5, AND REMOVE EXCESS 
10) APPLY RED THREADLOCKER LOCTITE 263/262 ON THREADS OF ITEM 21 THEN ASSEMBLE WITH ITEM -5, AND REMOVE EXCESS 
11) INSTALL ITEM 18 AND ITEM 21 HAND TIGHT 
12) ITEM -11 MUST ROTATE FREELY 
13) ITEM -11 MUST BE CONCENTRIC WITH ITEM -5, ITEM -1 AND ITEM -12 HOLES WHEN ENGAGED 
14) ITEM -1 MUST SLIDE FREELY INTO ITEM -7 
15) THE TOOL ASSY MUST BE PACKAGED WITH A DESICCANT BAG INTO A TIGHT FITTING SEALED PLASTIC BAG 
16) SPARE PARTS MUST BE PACKAGED INDIVIDUALY WITH A DESICCANT BAG INTO A TIGHT FITTING SEALED PLASTIC BAG 


TOOL ASSY WITHOUT SPARE PARTS 
Q5l> 
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ITEM# 
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PART# 
PART TITLE 


-2 
1 
RBW6000G01732-6F-2 
TOP PLATE 
-3 
1 
RBW6000G01732-6F-3 
PIN BUSHING 
-4 
1 
RBW6000G01732-6F-4 
ALIGNMENT BUSHING 


RBW6000G01732-6F-1 TOP PLATE ASSY 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-10 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) IDENTIFICATION: N/A 
7) ASSEMBLE AS SHOWN 
8) APPLY RETAINING COMPOUND LOCTITE 620 OR EQUIVALENT ON MATING SURFACES 
THEN PRESS FIT ITEM -3 AND ITEM -4 FLUSH TO SURFACE OF ITEM -2 AS SHOWN, AND REMOVE EXCESS 


8 


1 


1 


1 


1---------------------------------------- 


1 


1 


______________________ \ 
X 
\ 


-0.20X45.0° CMF 
ALL AROUND EDGE 
2 PL 


0.20 X 45.0° CMF- 
2 PL 


00.266 
THRU- 
6 PL 


0.40 X 45.0° CMF 
4 PL 


1.381 ±0.001 
2 PL 


00.397 THRU 
00.625^^0.17- 
2 PL 


RBW6000G01732-6F-2 TOP PLATE 


NOTES; 
1) MATERIAL: 6061-T6 / 7075-T6 
2) HEAT TREAT: N/A 
3) FINISH: ANODIZE RED PER MIL-A-8625 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = ±/-0.005" / +/-0.1° 
X.XXXX = ±/-0.0005" / +/- 0.05 ° 
PARALLELISM. ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION; MACHINE ENGRAVE OR DOT MARKT/N, "RBW6000G01732-6F',! AS SHOWN 


3.92 


+0.000 
1.159 0.005 


0.3425 
^0.3415 
THRU 


R0.11 
2 PL 
0.609 
+0.005 
0.314 0.000 


2.449±0.001 


0.208 
2 PL 
-© 
©- 
0.395±0.001 
2 PL 


0.470±0.001 
2 PL 
© 


1.57610.001 


2.36210.001 


2.75610.001 


4.321 


rk A ...+0.005 
^1-451 -0.000 


0.115- 


0.591 


1.0475 
1.0465 


0.476+0.002 
-0.000 
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'-H 


277 
0.3433 
0.3425 


SECTION D-D 


SYM 


RBW6000G01732-6F-3 PIN BUSHING 


NOTES: 
1) MATERIAL: BRONZE C63000 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1“ 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.10 
X.XXXX = +/-0.0005" / +/- 0.050 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
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D 
+0.000 
0.476 -0.002 


1.0483 ,.0.868 Mi 
1.0475 (/; 0.866 SYM 


SECTION E-E 


SYM 


RBW6000G01732-6F-4 ALIGNMENT BUSHING 


NOTES: 
1) MATERIAL: BRONZE C63000 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-10 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
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ITEM# 
QTY 
PART# 
PART TITLE 


-4 
1 
RBW6000G01732-6F-4 
ALIGNMENT BUSHING 
-6 
1 
RBW6000G01732-6F-6 
BOTTOM PLATE 
22 
1 
MSI 6555-342 
PHOSPHATE COATED STEEL DOWEL PIN 3/16" DIA. X 7/8" LG. 
23 
2 
MSI 6555-329 
PHOSPHATE COATED STEEL DOWEL PIN 1/8" DIA. X 3/4" LG. 
24 
2 
MS21209-F4-20P 
CAD PLATE SS HELICAL INSERT 1/4"-28 X 1/2" LG. 
25 
1 
MS21209-C51-5P 
CAD PLATED SS HELICAL INSERT 5/16"-18 X 0.469" LG. 
26 
2 
MS21209-F1-25P 
CAD PLATE SS HELICAL INSERT #10-32 X 0.475" LG. 


U-4_____ 1 
i L 
0.353+0.002 |~9~> 


0O.1875[r> 
^0.1865 


0.730 


2 PL 


2 PL 


2 PL 


SECTION F-F 


RBW6000601732-6F-5 BOTTOM PLATE ASSY 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) IDENTIFICATION: N/A 
7) ASSEMBLE AS SHOWN 
8) APPLY RETAINING COMPOUND LOCTITE 620 OR EQUIVALENT ON MATING SURFACES 
THEN PRESS FIT ITEM -4 WITH ITEM -6, AND REMOVE EXCESS 
9) TRANSFER DRILL HOLE THROUGH ITEMS -6 AND -4 AS SHOWN 
10) APPLY RETAINING COMPOUND LOCTITE 620 OR EQUIVALENT ON MATING SURFACES 
THEN PRESS FIT ITEM 22 WITH ITEM -6, AND REMOVE EXCESS 
11) APPLY RETAINING COMPOUND LOCTITE 620 OR EQUIVALENT ON MATING SURFACES 
THEN PRESS FIT ITEM 23 WITH ITEM -6, AND REMOVE EXCESS 
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TAP FOR #10-32 HELICOIL INSERT "TO.SS 
0.875 


0.1250 
0.1240 
1.85610.001 


0.07810.001 


TAP FOR 5/16-18 
HELICOIL INSERT 
THRU 
00.266 
THRU 
6 PL 
0.40 X 45.0° CMF- 


0.481 


1.674 
1.38110.001 
2 PL 
0.208 


0.47010.001 
2 PL 


TAP FOR 1/4-28 HELICOIL INSERT 
THRU 


2.36210.001 


2.75610.001 


4.321 


0.591 


0.115 


1.0475 
1.0465 
+0.005 
01.451 -0.000 


0.476 -0.000 


SECTION G-G 


NOTES: 
RBW6000G01732-6F-6 BOTTOM PLATE 
1) MATERIAL: 6061-T6 / 7075-T6 
------------------------------------------------------------------ 
2) HEAT TREAT: N/A 
3) FINISH: ANODIZE RED PER MIL-A-8625 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-10 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
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ITEM# 
QTY 
PART# 
PART TITLE 


-8 
1 
RBW6000G01732-6F-8 
SIDE PLATE 
27 
2 
MS21209-F4-20P 
CAD PLATE SS HELICAL INSERT 1/4"-28 X 1/2" LG. 


2 PL 


H 


<2 


1 


1 


f7 
1 


1 
1 vj..t" 
^1 
0 1 


H 


RBW6000G01732-6F-7 SIDE PLATE ASSY 


SECTION H-H 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.1° 
X.XXXX = +/-0.0005" / +/- 0.05 ° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) IDENTIFICATION: N/A 
7) ASSEMBLE AS SHOWN 
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ALL AROUND EDGE 


TAP FOR 1/4-28 HELICOIL 470.63 
2 PL 
0.280 THRU 
0.277 


+0.005 
-0.000 
R0.10 


R0.20 


00.099 
THRU 
-0.000 


0.312 


+0.002 
00.130 
THRU 
-0.000 
0.769 
0.806±0.001 


0.078±0.001 


10X45.0° CMF 
0 0.201 THRU ALL 


1__ I 0 0.375 47 0.19 
NOTES: 
2 PL 
1) MATERIAL: 6061-T6 / 7075-T6 
2) HEAT TREAT: N/A 
3) FINISH: ANODIZE RED PER MIL-A-8625 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 


0.875 


1.856±0.001 


RBW6000G01732-6F-8 SIDE PLATE 


X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
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i 


0.283 


0.273 
0.0938 THRU 
0.271 
0.0930 


MIN 
RELIEF 


RBW6000G01732-6F-9 ALIGNMENT PIN 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: ZINC PLATE (YELLOW OR BLACK) PER ASTM B633 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.1° 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
8) CENTER DRILL IS ACCEPTABLE 
9) DIMENSIONS MUST BE MET AFTER PLATING 
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+0.003 
0.030 -0.000 


MIN 
THREAD 
RELIEF 


00.375 


L- 00.243 


0O.352±O.OO2 
R0.008 


MEDIUM 
DIAMOND 
KNURL 


RBW6000G01732-6F-10 ADJUSTABLE PIN 
NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: BLACK OXIDE PER MIL-C-13924 CLASS 1 THEN APPLY A THIN LAYER OF 
OIL / CPC PER MIL-PRF-16173 GRADE 3 CLASS 1 OR MIL-C-81309 TYPE III 
OR MIL-C-23411A OR MIL-PRF-81309 AND WIPE OFF EXCESS 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-'0.0005" / +/- 0.05 ° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
8) CENTER DRILL IS ACCEPTABLE 
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+0.01 
-0.00 


I— 00.59 
FULL R 


00.397 
THRU 
00.594 


R0.06 


1.674±0.002 


+0.005 
0.578 -0.000 


FULL R 


R0.20 
1.398 


SECTION J-J 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: ZINC PLATE (YELLOW OR BLACK) PER ASTM B633 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01M / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.1° 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
8) DIMENSIONS MUST BE MET AFTER PLATING 


RBW6000G01732-6F-11 HOOK 
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ITEM# 
QTY 
PART# 
PART TITLE 


-13 
1 
RBW6000G01732-6F-13 
CLAMP 


-14 
1 
RBW6000G01732-6F-14 
CLAMP PIN 


RBW6000G01732-6F-12 CLAMP ASSY 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) IDENTIFICATION: N/A 
7) ASSEMBLE AS SHOWN 
8) INSTALL ITEM -14 HAND TIGHT 
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1.729±0.002 


FULL R 
00.339 
0.38 X 45.0° CMF- 


R0.06 


00.234 


2.449+0.002 
0.339 
00.429 


10-32 UNF ^0.22 
1.171±0.001 


0.701±0.001 
00.196 


0.625 


0.288 
00.375 
R0.10 


SECTION K-K 


R0.06 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: ZINC PLATE (YELLOW OR BLACK) PER ASTM B633 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-1° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.1'’ 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
8) DIMENSIONS MUST BE MET AFTER PLATING 
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10-32 UNF 
MIN 
THREAD 
RELIEF 


R0.008 
MEDIUM 
DIAMOND 
KNURL 


RBW6000G01732-6F-14 CLAMP PIN 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: BLACK OXIDE PER MIL-C-13924 CLASS 1 THEN APPLY A THIN LAYER OF 
OIL / CPC PER MIL-PRF-16173 GRADE 3 CLASS 1 OR MIL-C-81309 TYPE III 
OR MIL-C-23411A OR MIL-PRF-81309 AND WIPE OFF EXCESS 
4) TOLERANCES: X.X = +/-0.1" / +/-10 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
8) CENTER DRILL IS ACCEPTABLE 
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i 


00.315 


/TK/nyyiyTVfK'T^ 


MIN 
THREAD 
RELIEF 


R0.008 


MEDIUM 
DIAMOND. 
KNURL- 
0.03 X 45.0° CMF 


RBW6000G01732-6F-15 ROTATION CLAMP PIN 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: BLACK OXIDE PER MIL-C-13924 CLASS 1 THEN APPLY A THIN LAYER OF 
OIL/CPC PER MIL-PRF-16173 GRADE 3 CLASS 1 OR MIL-C-81309 TYPE III 
OR MIL-C-23411A OR MIL-PRF-81309 AND WIPE OFF EXCESS 
4) TOLERANCES: X.X = +/-0.1" / +/-10 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.10 
X.XXXX = +/-0.0005" / +/- 0.05 ° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: N/A 
8) CENTER DRILL IS ACCEPTABLE 
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1 


SYM 


3/8-24 UNF 
THRU 


RBW6000G01732-6F-16 SPACER 


0.54110.001 


0.15610.001 
R0.008 


00.789 


00.53710.001 —1 


SECTION L-L 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: BLACK OXIDE PER MIL-C-13924 CLASS 1 THEN APPLY A THIN LAYER OF 
OIL / CPC PER MIL-PRF-16173 GRADE 3 CLASS 1 OR MIL-C-81309 TYPE III 
OR MIL-C-23411A OR MIL-PRF-81309 AND WIPE OFF EXCESS 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.10 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: MACHINE ENGRAVE OR DOT MARK T/N, "RBW6000G01732-6F", AS SHOWN 
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MmTnnirm 


00.200 


00.59 


1/4"-28 UNF 


-0.06 X 45.0° CMF 
2 PL 
MEDIUM 
DIAMOND 
KNURL- 


RBW6000G01732-6F-17 HOLE PIN 


NOTES: 
1) MATERIAL: 4140 (28-32 RC) 
2) HEAT TREAT: N/A 
3) FINISH: BLACK OXIDE PER MIL-C-13924 CLASS 1 THEN APPLY A THIN LAYER OF 
OIL / CPC PER MIL-PRF-16173 GRADE 3 CLASS 1 OR MIL-C-81309 TYPE III 
OR MIL-C-23411A OR MIL-PRF-81309 AND WIPE OFF EXCESS 
4) TOLERANCES: X.X = +/-0.1" / +/-1 ^ 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-0.1° 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES AND BURRS 
7) IDENTIFICATION: MACHINE ENGRAVE OR DOT MARKT/N, "RBW6000G01732-6F", AS SHOWN 
8) CENTER DRILL IS ACCEPTABLE 
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